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DD/A Registry 


Executive Reoistry 


MEMORANDUM FOR: Mr. Stu Eizenstat 

Mr. Harrison Wellford 
The White House 


Fie atm. 


SUBJECT: 


Examination of Opportunities for Corps 
of Engineers 1 Cooperation in Federal 
Programs and Projects 


REFERENCE: 


Memo dtd Oct 13, 1977 to Hds of Exec. 
Depts . and Agencies fm Stu Eizenstat/ 
Harrison Wellford, same subject 


October 1 3 ^ r ® s P°nse to your memorandum of 
for 8ar f lng the examination of opportunities 

P?ojec«? En S lneers ’ cooperation in federal pfogra m s a nd 

Agency "is^containet^ii^tJie^attached^questionnairek^piease* 5 

advise us if »e may be of further assistance? 

! / S/J 'SiCl T? p, , 


John F. Blake 
Acting Deputy Director 


Attachment 


Distribution: 

Original 'it - Addressee, w/att 
A-DDCI , w/att. 

ER, w/att. 

A-DDA, w/att. 

_ . . * OL/RECD Official, w/aft. 

Originating Office: '/s / James EC McDonald 

James H. McDonald 
Director of Logistics 


1 - 
1 - 

JK- 

1 


8 NOV 197? 


Date 
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0L 7 4795a 
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AGENCY QUESTIONNA I RE 


Opportunities For Cooperation With Corps of Engineers 

I* Agency: Central Intelligence Agency 

II. Estimated Construction Program ($1000' s) 

FY 1978 -- $2,482 
FY 1979 -- $2,970 
Per Year after FY 1979 - 


III 


52,500 approximately 
Major Construction Programs and Projects: 

ShortJDe as crip tion Method of Accomplishment 


1 . 

Electrical Vault Expansion 

1 . 

GSA 

2. 

Computer Facilities Expansion 

2. 

GSA 

3. 

Generator Facilities 

3. 

GSA 

4. 

Storm Sewer and Drainage 
Facilities 

4. 

GSA 


IV, 


V. 


VI 


VII 


Other engineering and design programs or projects (major): 
See below* 

Construction oversight or related regulatory 
responsibilities: 7 

See below* 

Projects or programs in early stages or proposed projects 
winch might benefit from Corps coorperation : 

See below* 

If your Agency does not administer or regulate construction 
or engineering programs, what programs or projects are you 
aware of which might benefit from Corps involvement: 

See below* 
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ATTACHMENT 
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VIII. Agency contact person for follow-up: 

STATINTL 

Cl^^^Ref^E^^e and Construction Division 
Office of Logistics 
Central Intelligence Agency 
lashinetoitlC. 20505 

STATINTL ■■■■ | 


* The General Services Administration is the action agency 
for CIA construction, engineering and design programs. 
The White House may wish to consider the Corps of 
Engineers as an alternative to GSA for -planning , 
design, and construction services for other federal 
agencies . 
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